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E.O. 1 1652: XGDS-I 

TAGS: ESTC, COCOM, UR, US, GW 

SUBJECT: U.S. POWER METERS AND LASER ACCESSORIES TO THE 
USSR - IE 1502 AND IL 1522 

REF: COCOM DOC (77) 851 

1 . GERMAN DEL HAS INFORMED USDEL THAT EQUIPMENT COVERED 
BY THIS REQUEST HAS BEEN SHIPPED TO THE AMERICAN APPLI- 
CANT'S SUBSIDIARY COMPANY IN DARMSTADT, GERMANY, WHERE 
THE EQUIPMENT IS TO BE JOINED WITH OTHER UNEMBARGOED 
EQUIPMENT AND THEN EXPORTED TO THE USSR. REECASE 
MAKES NO MENTION OF SHIPMENT EROM GERMANY. IN ORDER 

TO AVOID ANY POSSIBLE DUPLICATE SHIPMENT, GERMAN 
AUTHORITIES WISH TO INSURE THAT U.S. AUTHORITIES 
AWARE THAT ITEM NOW IN GERMANY AND TO OBTAIN U.S. 

AGREEMENT THAT DELIVERY OE THIS EQUIPMENT TO USSR BE 
PERMITTED EROM GERMANY. 

2. ACTION REQUESTED: INSTRUCTIONS EOR RESPONDING TO 
GERMAN DELEGATE. 
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